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LIMITED OFFICIAL USE STATE 184571 

E.O. 11652: N/A 
TAGS: AMER, PO 

SUBJECT: MEDICAL AIR EVAC - GENERAL PAIVA 
REF: LISBON 3158 

1. EMBASSY REQUESTED PROVIDE STATUS REPORT ON CASE. 
HAVE PAF OFFICIALS CONSULTED WITH TEXAS MEDICAL CENTER 
TO ARRANGE DATE FOR ADMISSION? IF SO, PLEASE PROVIDE 
NAME AND TELEPHONE NUMBER OF TRANSPORTATION CONTACT 
IN HOUSTON AS WELL AS DATE FOR ADMISSION. RUSH 
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